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Philadelphia, Free Library of Philadelphia, Rare Book Department, Lewis E M 046:17 
Description: one cutting - Not bound. - John Frederick Lewis, Philadelphia. 


Notes:-Mounted on mat frame. Signature and stamp of J. F. Lewis on reverse. On original mat in the hand of J. F. Lewis: 
"Italian MS., XV century." 


Number of Parts: 1 - Number of Images Available: 2 
Direct Link: http://ds.lib.berkeley.edu/LewisEMO4617 4 
Language: Latin Country: Italy Century: 15th 


Part 1: one cutting 
Description: - Parchment - 312 x 215 mm - 2 columns of 28 lines. 


Country: Italy Cardinal point: 

Region: City: 

Assigned Date: s. XV? Searchable Date Range: 1450 - 1499 
Dated by scribe: No Inscribed Date: 

Document: No Number of Scribes: 


Script: Rotunda 

Figurative Decoration: historiated initial 
Notes: Latin 

Number of Texts: 1 


Text 1: one cutting 

Title: Missal 

Title: Ad missam maiorem. Introitus. on verso 

Language(s): Latin 

Notes: Begins the Introit for the Third Mass on Christmas Day, "Puer natus est nobis et filius datus est nobis." On the 


reverse (true recto) contains part of Second Mass, from the Gospel reading of Luke 2:15-20 to the Postcommunion 
prayer. 


Status of text: Fragment 
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